Wiring Diagram (bottom view) 


NC COIL 



NO COIL 


N.O. — Normally open 
N.C.— Normally closed 
Voltage: 12VDC 
Coil Resistance; 320 ohms 
Nominal Current: 37.5mA 
Contact Rating; 1A at 125VAC 
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